To:  Wall,  Dan[wall. dan@epa.gov] 

From:  William  Simon 

Sent:  Tue  7/29/2014  1:48:01  PM 

Subject:  Mine  discharges  to  determine  Ferrous/Ferric  proportions 


Dan,  here  are  the  mines  I believe  we  should  determine  the  proportions  of  Ferric  and  Ferrous  ions 
to  overall  total  and  dissolved  iron  in  the  discharge  at  the  portal. 


CC02D  - Mogul  Mine 
CC02E  - Gold  Point  Mine 
CC03C  - Red  & Bonito  Mine 
CC06  - Gold  King  7 level 
CC19  - American  Tunnel 


Let  me  know  if  you  have  any  questions  or  concerns  in  getting  this  task  accomplished. 


Thanks,  Bill 
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